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Showing Entrance of 


Darket Street 
@itle & rust Office 
of the 
INTEGRITY TRUST Co. 


52nd & Market Streets 
Philadelphia 


Wrought-Iron Bracket Lanterns 
No. 156502 


Folding Wrought-Iron Grill Work 
Hand Forged - Swedish Finish 
Designed and made by B-G Company 


‘Biddle-Gaumer Company 


5846-56 Lancaster Avenue 
(Philadelphia 
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=> = “Biddle-Gaumer Lighting (ver 








All B-G finishes 


are guaranteed. 


MAIN ENTRANCE LOBBY 
of the 
CITY BUILDING 
in 


ASHEVILLE, N. C. 


017082 


The Lanterns are made of Wrought Bronze 
Metal. Finished in Antique Bronze, Bracket Lantern 


with Antique Glass Panels. Cast Bronze Metal, Natural Bronze Finish, 
with Antique Glass Panels. 








POST LANTERNS 
BRONZE METAL 
at the Exterior Entrance of the 


BRILL RESIDENCE 


BOWMAN AVENUE, MERION 


a 


Special Designs of 
Gxterior or Interior Lanterns 
submitted on request. 
oxen 
Workmanship of the most substantial 


character by experienced 


craftsmen. 
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A Fine Exterior or Interior Lantern 
in Bronze Metal; -with Clear Antique*Glass 


JO o. 
Quality 








017949 








EXTERIOR BRACKET LANTERN 
made of 


Wrought Iron, Brass or Bronze Metal. 


BIDDLE-GAUMER COMPANY 


3846-56 LANCASTER AVENUE 


PHILADELPHIA 
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GOLUMBIA UNIVeRcey 





